Read Me First 


hp StorageWorks 
FCA2684/FCA2684DC PCI-X 
Host Bus Adapters for OpenVMS 

and Tru64 UNIX 

Additional Documentation Location 

In addition to the documentation on the host bus adapter CD-ROM, HP provides 
the following FCA2684/FCA2684DC PCI-X HBA documentation. This 
documentation is only available on the web site at 

http://hl 8006. www 1 .hp.com/storage/saninfrastructure.html : 

■ HP StorageWorks FCA2684/FCA2684DC PCI-X Host Bus Adapter for 
OpenVMS and Tru64 UNIX Installation Guide, part number AA-RV2JA-TE 

■ HP StorageWorks FCA2684/FCA2684DC PCI-X Host Bus Adapter for 
Open VMS and Tru64 UNIX Release Notes, part number AA-RV2KA-TE 

For the latest HBA firmware, please check the HP web site at 

http:/ / welcome.hp.com/ country/ us/ en/ support.html. 
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